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Philadelphia, Free Library of Philadelphia, Rare Book Department, Lewis E M 009:07 
Description: one leaf - Not bound - John Frederick Lewis, Philadelphia - De Ricci, p. 2068, no. 265; Faye and Bond, p. 457, 
no. IX: 7, 8, 10; Philadelphia Museum of Art, Leaves of Gold, pp. 75-76, no. 17. 


Notes:-Mounted on mat frame. From same manuscript as Lewis E M 9:8, 8A, 10. Initials G (or Q?)) and Y, tied by a love 
knot, appear in border decoration. 


Number of Parts: 1 - Number of Images Available: 2 
Direct Link: http://ds.lib.berkeley.edu/LewisEM00907 4 
Language: Latin Country: France Century: 15th 


Part 1: one leaf 
Description: - Parchment - 146 x 105 mm - 1 column of 15 lines, ruled in ink. 


Country: France Cardinal point: 

Region: City: Langres 

Assigned Date: s. XV3/4 Searchable Date Range: 1450 - 1475 
Dated by scribe: No Inscribed Date: 

Document: No Number of Scribes: ; 


Script: Ba^tarde 

Artist(s): Guillaume Hugueniot 

Figurative Decoration: 1 half-page, arched miniature with full foliate border with monogram 
Other Decoration: 1 4-line illuminated initial 

Notes: This leaf has been dated to ca. 1465. 

Number of Texts: 1 


Text 1: one leaf 

Title: Secundum iohanne gloria tibi domine Book of Hours 
Language(s): Latin 

Notes: Initial begins Gospel Lesson of John; text continues on reverse 
Status of text: Fragment 
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